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SUBJECT: ACOUSTIC ROOM AIR CONDITIONER COMPRESSOR REPLACEMENT 

1. RECENT MAINTENANCE INSPECTION OP ACR MANILA REVEALED 
COMPRESSOR NUMBER 303-05, PART NUMBER 2008379, IS 
DEPECTIVE AND WILL NEED TO BE REPLACED SOONEST. POWER 
REQUIREMENT IS 208/220 THREE PHASE 60 CYCLE. PLEASE 

ADVISE THIS OPFICE OF PROCEDURE NECESSARY POR REPLACEMENT. 

2. ADDITIONAL ITEMS IN POOR CONDITION ARE EVAPORATING 

PAN MOTOR RELAY, PART NUMBER 198016; TWO MOTOR CAPACITATORS, 

PART NUMBER 1745853 AND 1987318, REPERENCE 87 AND 88; 

COMPRESSOR MAGNETIC CONTACTER, REPERENCE NUMBER 78, 

PART NUMBER 2001626, WITH 24 VOLT, 60 CYCLE, HOLDING 
COIL; THERMOSTAT (RETURN AIR), HONEYWELL TYPE T675A-1516-1, 

REFERENCE NUMBER 85, PART NUMBER 1988473; NUMBER SEVEN 
TRANSPORMER, 220/24 VOLTS, REFERENCE NUMBER 81, PART 
NUMBER 1740783. 

3. PRESENT ITEMS LISTED ABOVE WERE ALL ORIGINAL 
50 CYCLE EQUIPMENT. 
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